HOLY  TRINITY  -  GRAHAMVILLE 
Near  Ridgeland,  S.  C. 

The  quaint  little  Episcopal  Church  was  established 
in  1835.  The  present  structure  was  built  in  1859  and 
escaped  destruction  during  the  Civil  War  although 
most  of  town  was  burned,  including  the  parsonage 
and  church  organ  and  some  of  its  furniture. 
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